Approved For Release 2002/07/15 : CIA-RDP80-00810A001 800050009-8 


CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


This Document contains information affecting the Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 793 and 794, of the U.S. Code, as 
amended. Its transmission or revelation of Its contents 
to or receipt by an unauthorized person is prohibited 
by law. The reproduction of this form is prohibited. 


™/!BfUU 0FFICI4IS era 


COUNTRY East Germany 

SUBJECT VEB Rositz Tar-Processing Plant 

25X1 C 

DATE OF INFO. 

PLACE ACQUIRED 


REPORT NO. 

DATE DISTR. 

NO. OF PAGES 
REQUIREMENT NO. 
REFERENCES 


| 25X1 A 

31 July 1953 
1 

RD 


■ 


25X1X 

< 







la The working staff of the VEB Rositz Tar.-Pfroduoing Plant amounts to 1,700 
persons* including about 500 women. The number of workers is scheduled to 
Increase to about 2,000 persons after the completion of the. planned 
extension of the plant. 
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.2. The plant has tanks with a total capacity of about 58,000 tons. These 
tanks are alternat ely filled with Diesel oil and gasoline. In the first 
I "[ stress was laid upon the production of Diesel oil. 


3. Melzer (fnu) , a technician, is the plant Manager, and Perber (fnu) is the 
technical chief. 
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4. 


The net profits of the plant amounted to about 17,000,000 eastmarks during 
the 1952 plan year. 


Comment ; A new crocking plant which is to process 120,000 tons of 

lignite low temperature tar per year from 1954 on is scheduled to be built 
in Rositz in 1953. As it is planned to process 240,000 tons of tar and light 
Ml in 1953, it can be expected that a total of 360,000 tons will be processed 
in 1954a This would mean an increase of 33 percent 
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